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Dear ADA Costello: 

Enclosed is the discovery packet for Commonwealth \^^H|^^^^^^^^^HEnclosed are 
copies of the following information; 

1. The Drug Laboratory Receipt 

2. The Drug Laboratory Control Card 

3. The Drug Powder Analysis Form and Micromedex Results 

4. The GC/MS Confirmatory Data 

I was the custodial chemist in this case and Kate Corbett was the confirmatory chemist. If you 
would like to discuss this case, please feel free to call me directly at the number below. 



Peter Piro 

GC/MS Laboratory Supervisor I 
Department of Public Health 
Hinton State Laboratory Institute 
Forensic Drug Laboratory, Rm 361 
305 South Street 
Jamaica Plain, Ma 02130 
617-983-6634 
Peter. Piro@state, ma.us 
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Roxbwy District Cotm 
85 Warren Slrcol 
Roxbuiy, MA021I9 

Telephone; (617) 44J-S618 
Mi ■ -(617)442-8031- 


To; Drug Analysis Laboratoiy Date: March 23,2012 

FAX: (617) 983-6625 

From; Thomas E Costello, Assistant District Attorney 
Roxbury District Attorney’s Office 
(617) 445-8618 (phone) 

' (617) 442-8931 (fax) 

Re: Request for drug certification discovery packet 

I respeotfiaiiy submit this request for the following information; 


-Aii-documents-generatgd-i n-connection-with-thft dnie-analvsig-of-tlie-foliawing-cagfi:- 



Location; 10 Albion Street, Roxbury 


Next Court Date; Marcli 28,2012 . 

Date of Incident: June 23,2011 

Thank you for your prompt attention to this matter. All documents can be mailed or e-mailed (e- 
mail is preferable) to the following address, with attention to the requesting attorney; 

ADA Thomas H. Costello 
Suffolk County' District Attorney’s Office 
Boston Municipal Court - Roxbury Division 
85 Warren St.. 

Roxbury, MA 02119 
ihomas,h,cx>stei io@.stale, miuis 
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Amount: 



No. Cont: 
Date Rec’d: 
Gross Wf. ; 


^ Cont: p5 
06 / 28/2011 
16.21 / 6> ^' 


Prelim: Q^yCodd^t?- 


Cubsf; TAB 

N°- Analyzed: / 
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PHYSICAL DESCRIPTION: ^0 P ^ IrJ) Gross Wt ( ) 

_— . Gross Wt { ) 

Q b V-tfWo Uj / priori \ ^ ^ 

( Pkg. Wt 

(^H^) ^fb) ^ 


Pkg. Wt 


Net Wt 


\L^n 


7 ^76 


PRELIMINARY TESTS 



PRELIMINARY TEST RESULTS GC/MS CONFIRMATORY TEST 

RESULTS (yU-lCoQO^^ ' RESULTS 

DATE _J_ MS 

OPERATOR / ZA< - 



date [silbbbJz. 

^&i I ^ 


Revised 7/2005 
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Drug Information 


DRUG NAME: OXYCONTIN 

INGREDIENTS: OXYCODONE HYDROCHLORIDE - 40 MG 


Color: Yellow 
Shape: Circle 

Imprint: op The tablet is debossed with 
OP on one side and 40 on the other., 

40 

Form: Oral Tablet, Extended Release 

Available-Container-Size: Bottle of 
100 , Strip of 20 

AAPCC Code: 037705 - Oxycodone 
Alone or in Combination (Excluding 
Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 


NDC: 59011-0440-10 
59011-0440-20 

Excipients: Butylated 
Hydroxytoluene ; Hypromeflose ; PEG- 
400 ; Polyethylene Oxide ; Magnesium 
Stearate; Titanium 

Dioxide ; Polysorbate 80 ; Ferric Oxide, 
Yellow 

Regulatory Status: Schedule II 
Availability: United States 
Product ID 7090436 
Contact: Purdue Pharma 


Copyright© 1974-2012 Thomson Reuters. All rights reserved. 


http://vvww,thomsonhc,com/micromedex2/librarian/PFDefaultActionId/evidencexpert.Dis... 1/22/2012 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\SYSTEM7\01_26_12\815084.D 
KAC 

28 Jan 2012 00:28 

BLANK 

2 

DRUGS.M 
RTE 



Abundance TIC: 815084.b\data.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


815084.D Tue Mar 27 09:08:06 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\SYSTEM7\01 26 12\815085.D 

Operator 

KAC 


Date Acquired 

28 Jan 2012 

00:43 

Sample 

Name 

OXYCODONE STD 

Submitted by 
Vial Number 

85 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Abundance 



TIC: 815085 Dldata.ms 



5.930 

200000 




150000 




100000 




50000 




0 




1 i i i i f i i 

1 1 1 ' ' 1 1 ! ' , ‘‘ r “ rJ 


Time—> 2.00 3.00 

4,00 5.00 6.00 7.00 8.00 9.00 10.00 11.00 12.00 





Ret. Time 

Area 

Area % Ratio % 

5.930 


273811 

100.00 100.00 


815085.D 


Tue Mar 27 09:08:10 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\SYSTEM7\01 26 12\815085.D 

Operator 

KAC 

Date Acquired 

28 Jan 2012 00:43 

Sample Name 

OXYCODONE STD 

Submitted by 


Vial Number 

85 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 

C : \Database\PMW__TOX2 . L 

Minimum Quality 
Minimum Quality 

: 80 

: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


1 5.93 C:\Database\NIST05a.L 

Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 


Abundance 

30 

60 

40 

20 


Average of 5.893 to 6.073 min.: 815085,D\data.ms (-) 


42 


70 


55 


115 


84 98 


128 


230 


140 


201 


188 


161 175 i| I 21. 5 

La #Lull jj i. Ji 


258 

244 || 272 206 3 ?° 


V T "r 'i " T — L 'v 'T : -' V 'T " i- r I i i ' j 1 r ' - , j ‘i '. | i 1 , j- I V ri V ] ‘ l 'i■ i l ! -H i — |- r -r*1 'j' r "I*t~r ”| r“r rr-f-r i 

m/z-> 20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


Abundance 


80 


60 


40 


20 


#134017: Morphinan-6-one, 4,5-epoxy-14-hydroxy-3-methoxy-17-methyl-, (5.alpha.)- 


42 


15 28 


70 


55 

J'. .. 


84 98 

, .l. J.I. 


115 


128 


230 


140 


201 


187 

159 l|| 


k.. 


215 

il:i 


258 


: v „ i 


244 


272 


286 


300 


m/z--> 


20 40 60 80 


r y ‘ i ‘~ rT , T ~ | ~r~i' f i V}" i i ‘ V' i ’ 1 | t t 1 1 i | i"i i i'}~f i 

100 120 140 160 180 200 220 240 260 280 300 


815085.D Tue Mar 27 09:08:11 2012 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \ SYSTEM7\01__2 6__12\8150 93 .D 
KAC 

28 Jan 2012 2:47 

BLANK 
P.PIRO 
2 

DRUGS . M 
RTE 


Abundance TIC: 815093.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


815093.D 


Tue Mar 27 09:08:33 2012 


Page 1 
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Area Percent / Library Search Report 


2 8 Jan 2012 


Information from Data File 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM7\01_2 6_12 \ 815 0 9 4 , D 
KAC 


94 

DRUGS.M 
RTE 


3 : 03 


Abundance TIC: 815094.D\data,ms 

1500000 

1000000 

500000 


u 1 , r , 

► ' I'T-v-T.r -1 n i i ] r“T"r rpr 

1 I 1 1 1 

< |.r-r-T-r-f-r-T-i-r -]■- r i ' ' | h ' r 1 1 r 1 ' 

Time--> 2,00 

3.00 4.00 5.00 6.00 

7.00 

8.00 9.00 10.00 11.00 12.00 

Ret. Time 

Area 

Area % 

Ratio % 

5.946 

2869837 

100.00 

100.00 



815094 . D 


Tue Mar 27 09:08:37 2012 


Page 1 


Corbett email PRR 009541 







Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

F:\SYSTEM?\01^ 
KAC 

2 




94 

DRUGS. 
RTE 


26 12\81S094.D 


3 : 03 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMWTOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 5.95 C:\Database\NIST05a.L 

Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 



Abundance 


#134021: Morphinan-6-one, 4,5-epoxy-14-hydroxy-3-methoxy-17-methyl-, (S.alpha.)- 


80 S 
601 


m/z- 


40 


20' 42 


230 
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’■n- 

40 
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60 


84 98 
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r'h l | l ' ,,.}' l . hl in 
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■‘tjffi f ] mrj'ih 
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300 


T"pn 

240 
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3l5 


815094 .D 


Tue Mar 27 09:08:38 2012 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\SYSTEM7\01_26_12\815096.D 
KAC 

28 Jan 2012 3:34 

BLANK 

2 

DRUGS . M 
RTE 


Abundance TIC: 815096.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


815096.D Tue Mar 27 09:08:49 2012 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 

Operator 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\SYSTEM7\01_26_12\815097.D 

KAC 

28 Jan 2012 3 :49 

OXYCODONE STD 

85 

DRUGS , M 
RTE 


Abundance 

] 

300000 

2000001 

10000G ; 


5.930 


TIC: 815097,D\data.ms 


V 1 1 . 

Time~> 2.00 

T ' I * ' 

3.00 

-^1— r -r—T 

4.00 

1 1 1 1 ' ' 1 1 ' 
5.00 6.00 

-r-r-r - T 

7.00 

r r - T —^ |...y—y—p ■ y--i--"j .-1 ■" i ■ ■ | .—i—.—i—^—,—.— 1 —r 

8.00 9.00 10.00 11.00 12.00 

Ret. Time 



Area 

Area % 

Ratio % 

5.930 



411931 

100 . 00 

100.00 


815097.D 


Tue Mar 27 09:08:54 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

F: \SYSTEM7\01__26_12\815097 .D 
KAG 

28 Jan 2012 3:49 

OXYCODONE STD 

85 

DRUGS,M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST05a.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PKft 

RT Library/ID 

CAS ft 

Qual 


5.93 C:\Database\NISTG5a.L 

Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 
Morphinan-6-one, 4,5-epoxy-14-hydro 000076-42-6 99 


Abundance 

80 

60 

40 

20 


42 


70 


55 


Average of 5.888 to 6.089 min.: 815097.DWata,ms (-) 
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98 
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300 

■ U( > 

m/z~> 20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


187 
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201 


214 
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80 


60 


40 


20 


#134017: Morphinan- 6 -one, 4,5-epoxy-14-hydroxy-3-methoxy-17-methyl-, {5.alpha.)- 
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m/z~> 20 40 60 80 100 120 140 160 180 200- 220 240 260 280 300 


815097.D Tue Mar 27 09:08:54 2012 
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